A Hot Mineral Water Resort & Spa 



^Desert Hot Springs Hotel 

Three silky-smooth hot mineral water pools await you at Lido Palms 
Resort & Spa, located just 10 minutes from Palm Springs and 25 
minutes from Joshua Tree State Park in an area famous for both its 
cold and hot water aquifers. 

From the best tasting drinking water in the desert to the naturally 
heated mineral spring waters drawn from our own well and pumped 
into our pools, Lido Palms offers its guests the best of Desert Hot 
Springs. 



Palm trees swaying in the gentle desert breeze provide a tranquil 
surrounding for a relaxing soak in the pools. Tastefully appointed 
guest rooms with extremely comfortable beds await 



Lido Palms Resort & Spa 




Three silky-smooth hot mineral water pools await you at Lido Palms Resort 
& Spa, located just 10 minutes from Palm Springs and 25 minutes from 
Joshua Tree State Park in an area famous for both its cold and hot water 
aquifers. From the best tasting drinking water in the desert to the naturally 
heated mineral spring waters drawn from our own well and pumped into our 
pools, Lido Palms offers its guests the best of Desert Hot Springs. Palm trees 
swaying in the gentle desert breeze provide a tranquil surrounding for a 
relaxing soak in the pools. 




Double Rooms at the Lido Palms Resort and Spa each feature two full extra 
long Tempur-Pedic beds outfitted with down alternative bedding, natural 
slate flooring with area rug, two recliner chairs, new bathroom, vanity area 
and central air. Complimentary amenities include shampoo, conditioner and 
shower gel, robes, free WiFi and cable TV. The large apartment-sized kitchen 
is equipped with stove, refrigerator, microwave, toaster oven and coffee 
maker. 



For more information please 

visit 

htto ://www. I idooal ms .com 




